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IRRIGATION

been picturesquely said that " we are adding an Egypt a
year to the (Indian) Empire by our canals, but England
takes no notice."

Fig1. 71.   Periyar dam during construction.
Another good example of combined storage and canal
systems is afforded by the works in connection with the
Palar river. By means of an anicut (Tamil, anai-kattu)
or dam, four miles below the town of Arcot, the water is